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warning's, infringe the above requirements may be sum-
marily dismissed without notice.
If a set of workshop regulations be made on a job
(paragraph 134 of the regulation of industry) the above
requirements must be included therein.
10.  The master painter must entrust the supervision of
the health of the workmen to a medical man, authorised
by the Superior Administrative Authority, and approved
by the Inspector of Labour, to whom his name is given
(paragraph 139 of the regulation of industry).   This doctor
must, in less than a week, assure himself that the work-
men do not show any signs of lead poisoning.
The master painter must not allow the workmen who
are attacked by lead poisoning, or are, according to the
opinion of the doctor, suspected of being so, on jobs in
which they come in contact with lead pigments or their
compounds, until completely cured.
11.  The master painter must keep, or cause to be kept,
by an employe, a  book  for the  control of the effective
number  of  his  staff   of   workmen,   changes,   and  their
state of health.    He is responsible for the accuracy and
truth of what is mentioned therein, so long as it is not
the doctor who is the author of it.
This control-book must contain :
(i) The name of the person who keeps it. (2) The
name of the doctor entrusted with the supervision of
the health of the workmen. (3) Surname, Christian
name, age, address, date of entry and departure of
each workman mentioned in paragraph n, as well as
the nature of their occupation. (4) Date and nature
of illness of each workman. (5) Date of cure. (6)